TO HEATER 


"B" TERMINAL 
TO PANEL OR —— 
12 VOLT FEED 
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DESCRIPTION: 


HEATER SWITCH 


1. The "B" terminal is connected to a 12 volt fused ignition feed. 
2. The other terminal is connected to the heater motor. 
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